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Counterbalanced drop lever box detector for U. S. Half Dollars and 
quarters with slots for thickness measure and circular holes for 
weight testing 103 x 4 x 4.9 cm. [Iron base and sides. Brass top 
marked PAT. APP'D. FOR COIN DETECTOR. (the S in US in ligature is 
backwards). 


Counterbalanced 25¢ and 50¢ coin detector with cast iron base;fulcrum, 
and counterbalance and with brass coin arm. Full diameter slot for 
thickness measurement has a center hole. Circumference segments 
for holding coin horizontally. Marked "25" and "50" where coin is 
praced.° 14 34.1 =5's3./\em. 


Counterbalanced 25¢ and 50¢ coin detector with red cast iron base and 
with an arm which is nickel plated over brass. Hemispherical counter- 
weight is screwed under arm and is brass. Thickness measure. Hori- 
zontal areasfor placing coins are complete but partially overlap each 
orbers)) 15% 4.3 %.265 om, 


Counterbalanced 25¢ and 50¢ brass coin detector. Slots for thickness 
measurement with hole in center. Horizontal areafor placing coins is 
almost full area of coin. Counterweight is base of truncated four 
sided pyramid. 


Allender brass gold coin balance without patent reference. No extra 
$1 size or any $3 slot. Slots for denominations marked in numerals 
not letters. Arm marked U. S. Gold Balance. 21.8 x 4 x 1.3 cm. 


Same as previous but slots marked with letters and J. ALLENDER PATENT 
PENDING on arm. 


Same as previous but with two sizes of $1 holes and a $3 slot added. 
Counterweight is original. 


Same as previous but with JOHN ALLENDER PATENT NOV 27, 1855 on arm 
and in original paper box with descriptive insert. 


H, KOLHBUSCH NEW-YORK. Balance mountable in wooden box. Aluminum 
pans, steel arm, 5 brass weights of 1, 2, 2, 5, 10 grams and small 
fractional aluminum weights. Purple plush bottom. Bone scale for 
pointer. Steel diagonal support. Marked #52. Size 15.5 x 6.6 x 3.6 
em. Not specifically for coins. 


JON DAKIN, BOSTON, N. E. - 1750 Balance Scale. Steel arms, brass pans 
and a pasted in table showing the value of gold and silver coins by 
weight and in Old Tenor as well as conversion of lawful money and gold 
and silver weight into Old Tenor Massachusetts currency. Weights missing. 
Wooden box with oval ends and top decorated with sunbursts. 16.6 x 5.7 x 
3 em. 


Berrian Mfg. Co. Gold and Silver Counterfeit Coin Detector. Patented 
1877 with slots for all U. S. gold and silver coins from 25¢ up. Nickel 
Pipteds! (24,62 5.2.x 0.1 cm. 


Combination perpetual calendar and 10¢, 25¢ and 50¢ detector. Patent 
applied for. Calendar on roller 0.9 cm. in diameter. 27 cm. high, 3.4 
wide. Nickel over copper. 


C. E. Staples, Worcester, Mass. H. Maranville Patent.Pull out coin 
balance for U. S. and foreign gold and silver coins. 8.9 x 4.8 x 4.2 cm. 


H. Maranville's Improved Pocket Coin Tester Patented Feb. 14, 1860. 
Pull out brass tester for gold and silver U. S. and foreign coin. 7.7 x 
4.6 x 0.4 cm. 


J. T. McNally Counterbalance. U. S. gold and silver coin detector. 
Nickel plated arm, iron fulcrum and wood base. 9 slots. 22.7 x 4.5 x 
3.5 Om, 
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A (16) Same as previous but Abbot Machine Co., Chicago #1487 on arm, 


A (17) Same as previous but Fairbanks & Co. on arm. Cast iron combination 
fulcrum and base marked as above. 


A (18) Same as previous but The Fairbanks Infallible Scale Co., Baltimore, 
Md. U.S.A. on arm. FAIRBANKS INFALLIBLE on cast iron combination fulcrum 
and base, 


A (19) Herpers' Patent Counterfeit Coin Detector, Newark,Patented Dec. 29, 
1857. Iron frame with brass balance beam which has slots for coins 
on one side and a scale with notches for a sliding weight on the 
other, each notch marked for a U. S. coin denomination. Locking pin 
to support arm. 19.5 x 8.2 x 3.3 cm. In original green paper wrapped 
cardboard box with large buff top label. 


A (20) Individually counterbalanced drop balances for 25¢ and 50¢ U. S. coins. 
Slotted feed and retention if coin is light. Frame with two ornamented 
vertical cast iron sides, three crossbars, and two supports for each 
fulcrum, | 1002 ..6.8:% 6.3 emi 
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W & T Avery Pan Balance in a plush lined leather box 15% x 6% x 2 
em. Steel arms & circular brass pans. Standard brass weights for 
Sovereign and Half Sovereign marked W & T Avery. 


T. Simmon's Improved Sovereign Balance. Brass counterweighted balance 
in orange red box and yellow label. Warranted. Marked with 2. 


Same as previous but green label and no name. 


Same as previous but marked BUSH'D SMITH and IMPROVED PATENT. Green 
label cannot be read. Leather trimmed box. 


Same as previous but no identifying marks. No box. 


Brass desk sovereign and half sovereign balance with slide adjustment 
for short weight adjustment. Turning link for half sovereign weighing. 
Single coin holding cup has two ridges for centering coins. 12x 1.5 
x 2.3 cms. Hole in center of coin holding cup. 


Boxed collapsible brass sovereign tester. W & T Avery Birmingham 
1843. AVERY stamped on arm. Sliding scale for short weight. Turn 
to weigh half sovereign. Red plush interior lining. Mahogany case. 
mepel warn directions. 24.7 x 2.4 «1.6 cms. 


Boxed collapsible brass sovereign tester. W & T Avery, Birmingham. 
Generally similar to previous example but with different label. 
Tacerdare.) 14.9 5.2.7 x 2 cms, 


Boxed collapsible brass sovereign tester. W &T. Avery Ltd. The arm 
is stamped AVERY LTD. Generally similar to previous example but with 
different label. Steel reinforcement for fulcrum and for coin support. 
Loar? 7's 2 CMS. 


Boxed collapsible brass guinea tester. No maker indicated. Sliding 
scale for short weight. Turn to weigh half guinea. Mahogany case. 
Habel’ witu directions, 13.5 x 2.5.x 1.4 cms, 


Boxed collapsible brass guinea tester. No maker indicated. Sliding 
scale for short weight. Fulcrum and coin support have steel rein- 
forcement. Double turn to weigh 7 shilling piece and half guinea 
also. Mahogany case. Label of instructions explaining how to use 
also for sovereigns and half sovereigns by sliding scale adjustment. 
ie te ek 1.6 cms, 


Boxed collapsible brass balance with small lipped circular pan on one 
end and mushroom pan on other. Made by Wilkinson of Ormskirk. Dark 
mahogany case. Label of maker. 13.3 x 2.5 x 1.7 cms. 


Boxed collapsible brass guinea tester. A Wilkinson, Kirkby. Sliding 
scale for short weight. Turn to weigh half guinea. Dark mahogany 
eo rive anetruction Labels, 13.4% -2.3'x:1.9 ems. 


Boxed collapsible brass guinea tester. No maker indicated. Defective. 
Missing rear vertical support and coin swinging arm. Otherwise nice. 
Lapel of instructions. Mahogany box. 13.8 x 2.3 x 1.2 cms. 


Boxed collapsible brass guinea or sovereign balancer. Defective. 
Missing balancing arm and both swinging pans. Space for two missing 
weights. 


W & T Avery gold balance scale used in New Zealand gold fields. Iron 
arm and pointer. Brass chain and 9.5 cm. pans marked with W & T Avery 
trademark. Nested brass weights in compartment. Label. Oak box 18.7 x 
TEE 7s a2 


Jewelers' Balance for Troy Weight. No maker indicated. Copper pans 
8.3 cm. in diameter. Copper chain. Brass arm. Compartment for weights. 
Blue label. 18 x 10.6 x 3.6 cms. 
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Iron hand balance in wooden box with 5 weights (2 ducats, Louis d'or, 
Doubloon, etc., with some substituted) and fractional weights. 
1tOL> soak LF ai 


French balance, Steel arms. Brass pans. 5 nested brass weights and 
compartment with fractional weights. Wooden box with oval ends. 
L627 % Sao Loic 


Brass coin balance in skin lined red leather grilled box. Fine weights 
marked Louis D 2AS & 2; Louis 14 AS & 1; Louis 3/4A & 1/2; DUC P 1; 

and DUC W 1. Initials C L in script on each weight. 12.9 x 6. x 1.8 
cm, 


